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The original microphone element has been replaced. The new element has two 
connections and is much smaller than the original three connection element. 
When installing the new element, connect the wires as shown below. A 33K 
ohm, 1/4W resistor must be placed in series with the yellow wire. The rubber 
spacer is placed in front of the element when the microphone is assembled. 
The metal spacer can be discarded. 
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